Approved For Release 2001/07/16 : CIA-RDP79-00498A0Q r Ql|)^ 1 

STATINTL 

HiG 




Status of Construction Activity, 


Acting Deputy Director for 
Administration 
7D 24 Hqs 


DDA 76-5044 

5767 12 October 1976 


Deputy Director of 
Central Intelligence 
7 E 12 Hqs 


STATINTL 


Hank : 


Believe this should 
suffice to answer your question 
about the building across from 



Michael J. Malanick 

Att 

Distribution: 

Orig - DDCI w/Att 
1 - ER w/Att 

^ - DDA Subject w/Att 
1 - DDA Chrono 
1 - MJM Chrono 
ADDA :MJMal anick : king (l 2 
DDA 76-5044: Memo dl'd 8 uc 
to Acting DDA fr D[>/Log, 
same subj 


Approved For Release 2001/07/16 : CIA-RDP79-00498A0001 001 1001 2-5 





Approved For Release 2001/07/16 


CIA-RDP79-00498A0001g^^^ 


SUBJECT: 


Status of Construction Activity, 
Washington, D.C. 



3. Because of the foregoing, specifics on the size, 
and estimated completion of the building under construction 
were not obtained but probably could be if desired. Please 
advise if further information is required. 
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